This old well was the original source of ~ 
water supply when the University was opened. £ 
The building in the back is now known as ° 
the Administration Building and houses the < 
office of the Dean. ^ 
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C-5- Old Well in Front 
of South Building, 
University of North Carolina , 
Chapel Hill N. C. 






















